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FOR IMMEDIATE RELEASE 


CONCORDIA TO APPEAL EXECUTIVE COMMITTEE DECISION 


Montréal / June 7, 1985 --- Concordia University will appeal a decision by the 
Executive Committee of the City of Montréal to deny Concordia permission to demolish 


the Royal George Apartment Building at 1452 Bishop Street. 


The May 29, 1985 Executive Committee decision was apparently based on a 
recommendation from the City's Permits Department. The University has not yet 
received official notification of the Executive Committee's decision. When it does, 
Concordia will have 30 days to lodge an appeal. Concordia intends to follow the normal 


appeal procedures to ensure that its downtown library project proceeds on schedule. 


Concordia requested authorization to demolish most of the Royal George building 
as the first step towards construction of an eight-storey University Library Centre on 
the site, directly across from the Henry F. Hall Building on de Maisonneuve Boulevard. 
The demolition does not include the building's terra cotta fagade, which will be 


integrated into the new library centre. 


The downtown project forms part of a $46 million construction program to 
centralize library facilities on Concordia's downtown and west-end campuses. The 
Executive Committee decision does not affect building plans for the library on the 


University's west-end campus. 


Concordia purchased the 47-unit Royal George apartment block in 1979 with the 
intention of demolishing the then 67-year-old structure to make way for its long-planned 
university library centre. The building was in an advanced state of disrepair at the time, 
and only 24 of the 47 units were occupied. The number of rentals has now dwindled to 
eight. 
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For further information contact Ken Whittingham, Acting Director of Public Relations, 
at (514) 879-8497 


| N Fr O R M A T | O N 


